Stunned Spectators Hug Ground As Kennedy 




Spectators hug the ground and newsreel cameras grind as the President critically wounded by a sniper’s 
bullet is rushed to Parkland Hospital in Dallas, Tex. The car in which Kennedy was assassinated and Texas 
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